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Errata et Corrigenda 


Sidorov D.A., Prevorénik S. 2016. A review of 
the genus Asellus E.L. Geoffroy (Crustacea: Isopo- 
da: Asellidae) from the Asian part of Russia, with 
description of plesiomorphic A. turanaicus // Ar- 
thropoda Selecta. Vol.25. No.2. P.157-169. 


Page 163, figure caption should be replaced with 
the following: 


Figs 18-25. Asellus (A.) turanaicus sp.n., male 5.8 mm, holo- 
type 1/88502-ZINRAS: 18 — pereopod I; 20 — pereopod II; 21 — 
pereopod III; 22 — pereopod IV; 23 — pereopod V; 24 — pereopod 
VI; 25 — pereopod VII. Male 5.0 mm, paratype X44973/Cr-1814- 
FEFU: 19 — pereopod I, palm (setation omitted). Scale bars 0.2 mm. 

Puc. 18-25. Asellus (A.) turanaicus sp.n., camen 5,8 MM, TOJO- 
tum 1/88502-ZINRAS: 18 — nepeonog I; 20 — nepeonog I; 21 — 


nepeonog IMI; 22 — nepeonog IV; 23 — nepeonog V; 24 — 
nepeonox VI; 25 — nepeonog VII. Came 5,0 mm, naparan X44973/ 
Cr-1814-FEFU: 19 — nepeonog I, nmaqoub (WeTHHKM Tportyute- 
ub). JImHeiiku 0,2 MM. 


Page 165, figure caption should be replaced with 
the following: 


Figs 33-37. Asellus (A.) turanaicus sp.n., male 5.8 mm, holo- 
type 1/88502-ZINRAS: 33 — pleopod I; 34 — pleopod II. Male 5.0 
mm, paratype X44973/Cr-1818-FEFU: 35 — pleopod I; 36 — 
pleopod Il; 37 — genital papillae. Scale bars 0.1 mm. 

Puc. 33-37. Asellus (A.) turanaicus sp.n., camen 5,8 MM, TONO- 
Tum 1/88502-ZINRAS: 33 — nueonog I; 34 — nneonog I. Camen 
5,0 mm, naparun X44973/Cr-1818-FEFU: 35 — nmeonog I; 36 — 
meonoy Il; 37 — renutrambubiii cocouex. JIuHeiixku 0,1 MM. 


